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Obesity: the erg to dyne. Morowitz, 
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ENTROPY 
Entropy crisis. Morowitz, 7:32 
ENVIRONMENTAL POLLUTION 
Tragedy of errors compounded. Com- 
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Why synthetics are harmful. Common- 
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EOSINOPHILIA 
Eosinophilia: a link between rare heart 
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ERYTHROCYTES 
Pathologic states of the erythrocyte 
membrane. Jacob, 12:47 
ESCHERICHIA COLI INFECTIONS 
Current status/and therapy of neonatal 
E. coli meningitis. McCracken, Sarff, 
10:57 
ESKIMOS 
Disastrous trade-off: Eskimo health for 
white civilization. Bendiner, 10: 156 
ESOPHAGEAL DISEASES 
Case of the painful swallow. Seaman, 
7:131 
ESOPHAGEAL REFLUX 
Operant conditioning in gastrointestinal 
dysfunctions. Schuster, 9: 135 
ESSAYS 
Entropy crisis. Morowitz, 7:32 
Global food supply: a question of bal- 
ance. Commoner, 12: 117 
‘In the end... .’ Commoner, 11:25 
Manufacturing a living organism. Mor- 
owitz, 11:210 
The new immunology. Medawar, 9:48 
Obesity: the erg to dyne. Morowitz, 
10:33 
Population problems. Commoner, 9:21 
Puzzle solving in science. Morowitz, 
9:207 
Some follies of quantification. Medawar, 
7:179 
Tragedy of errors compounded. “Com- 
moner, 10: 222 
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‘Evaluation’ visits aim to upgrade AAFP 
residencies. 11: 197 
FP leaders, academicians at odds over 
primary care. 12:101 
In Waco, MD’s give time and money to 
help train FP’s. 8: 116 
FECAL INCONTINENCE 
Operant conditioning in gastrointestinal 
dysfunctions. Schuster, 9: 135 
FEES, MEDICAL | 
Inflation: health nears 8% of GNP as 
costs and fees surge. 10:211 
FIBER OPTICS 
Fiberoptic bronchoscopy has some peril 
for COPD patients. 9:32 
FIBRINOLYTIC AGENTS 
Thromboembolism therapy: the advanc- 
ing state of the art. 5:26 
FIRES 
Of satraps and firetraps. 
Schechter, 2:12 
FLUORIDATION 
Prospects for the prevention of dental 
caries. Bowen, 5: 163 
FOOD ADDITIVES 
Iatrogenic cancer: missed opportunities. 
(editorial ) Shubik, 10:12 
FOOD AND DRUG ADMINISTRATION 
FDA now inspecting interstate hospital 
blood banks. 1:201 
FOOD SUPPLY 
Global food supply: a question of bal- 
ance. Commoner, 12:117 * 
FOREIGN MEDICAL GRADUATES 
‘Second class’ physician. (letter) Ma- 
havi, 10:31 
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GASTRECTOMY 
Surgical management of the Sicespaeaite 
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“GASTRIC REGURGITATION see 
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GASTROENTEROLOGY 
Yale ‘gastroenterology program: train- 
ing model for other specialties? Spiro, 
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GELIN L-E , 
Extracorporeal surgery for kidney dis- 
ease. 3:95 
GLASSER D 
Her assignment is to Sicoshitar the hos- 
pital. 2:49 
GOVERNMENT IMPACT ON 
HOSPITAL PRACTICE 
Blood policy: with industry at odds, 
HEW may move in. 1:201 
Doctors’ directory or consumerist test 
case? 4:46 
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Dx kits often poor, cDc study suggests. 
4:50 
‘Father’ Bennett chides ‘Mother’ AMA 
for hostility to PsRO. 7: 152 
FDA now inspecting interstate hospital 
blood banks. 1:201 
HEW unit pushing PSRO implementation. 
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Inflation: health nears 8% of GNP as 
costs and fees surge. 10:211 
Kennedy-Mills: a new pairing on the 
health insurance front. 6: 176 
Medicare dialysis score: more plus than 
minus after year’s functioning. 10:214 


Medicare supervision moves into some 
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New Nixon health insurance plan: ol 

tics or possibility? 3: 174 

Nursing home fires Dx: chronic disease 
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Teaching hospitals urged to help form 
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To solve primary care lacks—the carrot 

and/or the stick? 9:48H 

Two senators offer ‘middle way’ national 

health insurance package. 1: 209 

What Medicare pays peeer Part B. 

1:210 

See also letter 3:24 

What the Administration’s CHIP pro- 

posals contain and would cost. 3:185 
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Cyclic nucleotides and cell function. 

Goldberg, 5: 127 
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572153 
HEALTH INSURANCE FOR AGEJP, TITLE 18 
Medicare dialysis §core: 
minus after year’s ‘functioning. 10:214 
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What Medicare = under Part B. 
1:210 
HEALTH MANPOWER 
To solve primary care lacks—the carrot 
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HEALTH RESEARCH GROUP*~ 
Nader health group: a gadfly gains re- 
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HEART DEFECTS, CONGENITAL 
Inborn heart —— the status of sur- 
gery. 12:26 
Surgery for congenital heart disease. 
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MODIALYSIS 
Medicare dialysis score: more plus than 
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Morbidity and mortality associated with 
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I1EPARIN 
Drug surveillance: the a collabo- 
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Thromboembolism therapy: the 
ing state of the art. 5:26 
HEPATITIS 
Management of alcoholic hepatitis. Fal- 
lon, 2:115 
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TORCH complex. Nahmias, 5:65 
HERPESVIRUS INFECTIONS 
‘Photodynamics’ may yield both anti- 
viral therapy and clues to Ca. 4:33 
HISTOCOMPATIBILITY ANTIGENS 
11L-A antigen: key to rheumatic disease 
etiology? 11:40 
HORMONES 
Vasoactive intestinal hormone: another 
link in cAMP chain? 10: 205 
ILOSPITAL PERSONNEL 
Control of tuberculosis in hospital per- 
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Protection against TB for hospital em- 
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Primary aldosteronism and primary ren- 
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HYPERLIPEMIA 


Better tolerated than PAS, PAS-C scores 
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HY PERPARATHYROIDISM 
Surgical management of primary hyper- 
parathyroid ism. Rosoff, Bethune, 4:70 
Vertebral ‘¢rush fractures’ clue to hyper- 
parathyroidism etiology. 6:44 
HYPERSENSITIVITY 
Hypersensitivity pneumonitis: a case of 
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HYPERTENSION 
Hypertensive crisis therapy differs from 
nation to nation. 11:37 
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HYPERTENSION, EXPERIMENTAL 
Experimental models for the study of 
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HYPERTENSION, PORTAL 
Interposition mesocaval shunt for portal 
hypertension. Drapanas, Akdamar, 9:82 
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Angiotensin antagonists in relation to 
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Hemodynamic concepts in hypertension. 
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Neurogenic factors in hypertension. Fer- 

rario, McCubbin, 12:71 
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Therapeutic uses of transfer factor. 
Fudenberg, Levin, Spitler, Wybran, 
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The new immunology. Medawar, 9:48 
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infection. 1:57 
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Viral infections: mechanisms of immu- 
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New viral-hybrid flu vaccine is ready 
for field trials. 4:25 
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Hormone-receptor interactions and the 
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INTERCELLULAR JUNCTIONS 
Cellular communication by permeable 
membrane junctions. Loewenstein, 
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‘Evaluation’ visits aim to upgrade AAFP 
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troubles. 12: 108 
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Coloscopy in the management of bowel 
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Skill more crucial than approach in man- 
agement of croup crises. 10: 200 
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Asthma: cAMP may explain combined- 
drug benefit. 7:47 
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health insurance front. 6: 176 
KERATIN 
Metabolic and pharmacologic properties 
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KIDNEY TRANSPLANTATION 
Renal transplantation in children. 
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LIPOMATOSIS 
Case of the fatty pelvis. Seaman, 10: 108 
LIPOSOMES 
Immune reactions of model membranes. 
Kinsky, 8:63 
LIVER 
Liver and two common drugs: an alert 
is sounded. 8:29 
LIVER CIRRHOSIS 
Interposition mesocaval shunt for portal | 
hypertension. Drapanas, Akdamar, 9:82 
LIVER REGENERATION 
Homing in on ‘hepatrotophic factor.’ 
3:30 
LIVER TRANSPLANTATION 
Liver grafts: heterotopic site may be the 
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Two senators offer ‘middle way’ national 
health insurance package. 1: 209 
LUNG DISEASES 
Fiberoptic bronchoscopy has some peril 
for COPD patients. 9:32 
Hypersensitivity pneumonitis: a case of 
mistaken identity. Fink, 3: 119 
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CEA weighed in lung Ca diagnosis. 3: 53 
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The new immunology. Medawar, 9:48 
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ter) 10:31 
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MECKEL’S DIVERTICULUM 
Scanning in diagnosis of Meckel’s di- 
verticulum. Kilpatrick, 6: 131 
MEDICAL AUDIT 
Auditing ambulatory care. 6: 155 
How MI patient audit filled gap in post- 
CCU monitoring. 11: 186 
Medical audit in perspective. (editorial) 
Kincaid, Waldman, 2:11. 
Teaching medical audit the California 
_ way. 5:189 
MEDICAL EXAMINERS see CORONERS AND 
MEDICAL EXAMINERS 
MEDICARE see HEALTH INSURANCE FOR 
AGED, TITLE 18 
MEDICINE AROUND THE WORLD 
Disastrous trade-off: Eskimo health for 
‘white civilization.’ Bendiner, 10: 156 
In Mexico, a feverish struggle to meet 
age-old health needs. 1: 180 
In Tanzania, the road to medicine is 
paved with magic. 4: 133 
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gary. 5:210 


MELANIN 


Metabolic and pharmacologic properties 
of the skin. Bickers, Kappas, 5:97 
MELANOMA 
BCG injection pre-metastases promising 
in melanoma. 3:29 
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Curent status and therapy of neonatal E. 
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Spontaneous abortion history raises risk 
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Case of the painful swallow. Seaman, 


7:131 
Therapeutic uses of transfer factor. 
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Myocardial protective factor found in 
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Radioimmunoassay for fetoprotein may 
help monitor Ca therapy. 3:47 
Resistant tumors regress after fast neu- 
tron therapy. 1:39 
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Parents of cardiac children get chance 
to help. 4:45 ‘ 
SARCOIDOSIS ‘ 
Sarcoidosis: 
tion, etiology. 10: 196 
See also letter 12:23 
SARCOMA, OSTEOGENIC 
Therapeutic uses of transfer factor. 
Fudenberg, Levin, Spitler, Wybran, 
Byers, 1:95 
SCIENCE 
Puzzle solving in science. Morowitz, 
9: 207 
SCINTILLATION COUNTERS 
Nuclear medicine: how it began. Myers, 
Wagner, 3: 103 
SERODIAGNOSIS 
Current status of serologic testing for 
parasitic diseases. Kagan, 9: 157 
SHOCK, HEMORRHAGIC 
Shock lung: a disorder of the central 
nervous system? Moss, 8:77 
SKIN 
Metabolic and pharmacologic properties 
of the skin. Bickers, Kappas, 5:97 
SOCIETY OF TEACHERS OF FAMILY 
MEDICINE 
Workshop seeks ways to speed predoc- 
toral FP training. 10: 190 
SPECIAL REPORT 
Inborn heart defects: the status of sur- 
gery. 12:26 
In Waco, MD’s give time and money to 
help train FP’s. 8: 116 
SPHEROCYTOSIS, HEREDITARY 
Pathologic states of the erythrocyte 
membrane. Jacob, 12:47 
SPONDYLITIS, ANKYLOSING 
HL-A antigen: key to rheumatic disease 
etiology? 11:40 
STAINS AND STAINING 
Gram-stained smear and its interpreta- 
tion. Provine, Gardner, 10:85 
STATEWIDE HOUSE OFFICER TRAINING SYS- 
TEM (proposed ) 
Maturing house staff group faces money 
troubles. 12: 108 
STILL’S DISEASE see ARTHRITIS, JUVENILE 
RHEU MATOID 
STUDENT AMERICAN MEDICAL 
ASSOCIATION 


Restructuring for stability a focus at. 


Student AMA. 5:223 | 
SULFINPYRAZONE 
Thromboembolism therapy: the advanc- 
ing state of the art. 5:26 
SURGICAL-MEDICAL SERIES 
Fundoplication for hypotensive lower 
esophageal sphincter. Ellis, Gibb, 1:80 


new clues to differentia- 


Interposition mesocaval shunt for portal 
hypertension. Drapanas, Akdamar, 9:82 
Surgical management of chronic relaps- 
ing pancreatitis. Warren, Garabedian, 
2:72 
Surgical management of primary hyper- 
parathyroidism. Rosoff, Bethune, 4:70 
Surgical management of the ulcerogenic 
syndrome. Zollinger, 6:72 = 
Vaginal hysterectomy with anterior-pos- 
terior colporrhaphy. Barter, 10:71 
SYNAPSES 
Membranes in synaptic function. Whit- 
taker, 4:111 


TANZANIA 
In Tanzania, the cenit to medicine is 
paved with magic. 4: 133 
THROMBOEMBOLISM 
Thromboembolism therapy: the advanc- 
ing state of the art. 5:26 
THROMBOLYTIC AGENTS see FIBRINOLYTIC 
AGENTS 


TOXOPLASMA 


TORCH complex. Nahmias, 5:65 
TRANQUILIZING AGENTS 

Actions of nervous system drugs on cell 

membranes. Seeman, 9:93 
TUBERCULOSIS 

Control ‘ef tuberculosis in hospital per- 

sonnel. Rosenthal, 6:85 

Protection against TB for hospital em- 

ployes. (editorial) Bukantz, 6:12 
TUMORS see NEOPLASMS 


UREMIA \ 
Adaptations in chronic uremia: patho: 
physiologic ‘trade-offs.’ Bricker, 7:119 


VACCINATION 
Hospital personnel: the immunization 
gap. (editorial) Cooper, Schweitzer, 
3:11 

VENOMS 
Myocardial protective factor om in 
cobra venom. 8:37 

VESICO-URETERAL REFLUX 
Urinary reflux in children: an approach 
to management. Retik, 4: 125 

VINYL COMPOUNDS 
Why synthetics are harmful. Common- 

er, 8:145 

VIRUSES 
Viral infections: mechanisms of whi 
‘nologic defense and injury. Notkins, 
9:65 


WISKOTT-ALDRICH SYNDROME see ALDRICH 


SYNDROME 


X-RAY CASEBOOK (Seaman) 


Case of the complicating colitis. 11: 106 
Case of the dilated rib. 2: 144 

Case of the duodenal windsock. 5: 1 12 
Case of the fatty pelvis. 10: 108 

Case of the fungus ball. 9:112 © 

Case of the missing pericardium. 1: 139 
Case of the painful limp. 6: 113 

Case of the painful swallow. 7: 131 
Case of the periumbilical pain. 4:84 
Case of the retained stone. 3: 161 


YALE AFFILIATED GASTROENTEROLOGY 
PROGRAM 
Yale gastroenterology program: train- 
ing model for other specialties? Spiro, 
3:131 


ZOLLINGER-ELLISON SYNDROME 


Surgical management of the wc 
Zollinger, 6:72 
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